Name 


Valentine F.J 


Valentine G.K 


Valentine R 


Van Bergen J.J 


Crew by Name 


Rank 


7th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


Trainee Radio Officer 


Radio Officer 


Assistant Purser 


Ext 3rd Eng Officer 


3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


Ship 


Derbyshire II 
Derbyshire II 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 


Ocean Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 
Berkshire 
Lincolnshire 
Hampshire 
Lancashire IV 
Staffordshire IV 
Studying 
Lincolnshire 
Devonshire II 
Studying 


Devonshire | 
Devonshire | 
Devonshire | 


Australian Bridge 
Lincolnshire 
Studying 
Lincolnshire 
Hampshire 
Canadian Bridge 


Date 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


19/09/1975 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


Name 


Vaughan C.J 


Veitch T 


Veitch W.H 


Velida P.J.P 


Venner D 


Venner M.N 


Vick B 


Vickers L.D 


Rank 


Uncert Officer 


Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 


2nd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


Dept1 (Deck) 
Snr 3rd Officer 
3rd Officer 


Deck Cadet 


Deck Cadet 


Chief Eng Officer 


Dept1 (Deck) 
Deck Cadet 


Ship 


SS Leicestershire 
SS Leicestershire 
Yorkshire III 
Herefordshire II 
SS Warwickshire 
Studying 
Studying 


Derbyshire II 


Standby Leave 
Standby Leave 
Toronto City 


Standby Leave 
Devonshire | 
SS Oxfordshire 


Worcestershire II 


SS Warwickshire 
Worcestershire II 


Worcestershire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Warwickshire 


Standby Leave 
Worcestershire III 
Berkshire 
Studying 
Hampshire 
Hampshire 
Studying 


Date 


18/04/1961 
14/10/1961 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


01/09/1959 


30/06/1969 
25/12/1969 
01/07/1970 


18/04/1961 
14/10/1961 
01/05/1962 


01/05/1957 


01/06/1956 
01/11/1956 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 


Name 


Voas P 


Wa H.W 


WaL.c 


WaL.S 


Was 


Wa Y.C 


Waddicor C.A 


Waddington N.P 


Rank 


Dept2 (Engine) 


Leading Steward 


C.P.0 


C.P.O 


Cook 


Leading Steward 


Trainee Radio Officer 


Radio Officer 


Deck Cadet 


Ship 


Standby Leave 


Oxfordshire 
Northamptonshire 
Northamptonshire 
Berkshire 


Berkshire 


Cheshire IV 
Yorkshire IV 
Yorkshire IV 


Cheshire IV 
Cheshire IV 


Yorkshire IV 
Yorkshire IV 


Devonshire II 
Herefordshire III 
Lancashire IV 
Wiltshire 

Standby Leave 
Hampshire 
Standby Leave 
Berkshire 
Trinidad & Tobago 


Studying 
Studying 
Standby Leave 
Lancashire IV 
Studying 
Studying 
Devonshire II 
Studying 


Date 


01/10/1972 


23/02/1977 
27/09/1978 
30/04/1979 
26/03/1980 


30/04/1979 


15/03/1978 
26/03/1980 
18/09/1980 


29/04/1972 
01/10/1972 


30/04/1979 
26/09/1979 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 


Name 


Wade C 


Wadsworth M 


Wadsworth W.G 


Wain Z.T 


Waites A 


Waldie J.W 


Rank 
Radio Officer 


Ext 12th Eng Officer 
8th Eng Officer 


7th Eng Officer 


5th Eng Officer 


Deck Cadet 


Electrical Officer 


2nd Officer 


Ship 


Cheshire IV 
Yorkshire IV 
Standby Leave 
Canadian Bridge 
Mersey Bridge 
Herefordshire III 
Northamptonshire 
Cambridgeshire 
Wiltshire 
Hampshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Berkshire 
Hampshire 
Wiltshire 
Standby Leave 


SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 


Shropshire 
Shropshire 


Staffordshire III 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Gloucestershire 
Shropshire 


Wiltshire 
Studying 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/11/1958 
01/09/1959 
01/03/1960 


01/03/1964 
01/05/1966 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


22/04/1983 
21/10/1983 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


Name Rank 
Waldie J.W 2nd Officer 


Chief Officer 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Ship 


SS Leicestershire 
Herefordshire II 
Shropshire 
Shropshire 
Shropshire 
Herefordshire I| 
Yorkshire III 
Herefordshire II 
Shropshire 
Shropshire 
Herefordshire II 
Worcestershire III 
Worcestershire III 
Standby Leave 
Cheshire III 
Cheshire III 
Toronto City 
Pacific Bridge 
Shropshire 
Pacific Bridge 
Pacific Bridge 
Standby Leave 
Standby Leave 
Pacific Bridge 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Herefordshire III 
Atlantic Bridge 
Oxfordshire 
Mersey Bridge 
Standby Leave 
Standby Leave 
Cheshire IV 
Stirling Bridge 
Cheshire IV 
Berkshire 
Standby Leave 
Berkshire 
Berkshire 
Berkshire 


Date 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Waldron P.A 


Walduck P 


Walford C.E 


Walker C.A 


Walker C.G 


Walker D 


Rank 
3rd Officer 


Dept1 (Deck) 


2nd Officer 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


2nd Officer 
Ext 2nd Officer 
Dept1 (Deck) 
2nd Officer 


Captain 
Chief Officer 


2nd Eng Officer 


Dept2 (Engine) 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


6th Eng Officer 


Ship 


Derbyshire III 
Pacific Bridge 
Studying 
Standby Leave 
Dart Atlantic 


Arya Bod 
Standby Leave 
Standby Leave 
Standby Leave 
Dart America 
Standby Leave 
Standby Leave 


Dart Atlantic 
Dart America 
Standby Leave 
Standby Leave 
Dart Atlantic 
Studying 
Standby Leave 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Studying 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 


Herefordshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Derbyshire II 


SS Leicestershire 


Date 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/05/1962 


Name 


Walker E 


Walker F 


Walker F.M 


Walker G 


Walker J 


Rank 


Plumber 


Engineer Cadet 


Ext 3rd Eng Officer 
3rd Eng Officer 


3rd Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
Snr 2nd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept5 (Victualling) 
6th Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 


Ship 


Devonshire | 


Studying 
Berkshire 
Studying 
Lincolnshire 
Studying 


English Bridge 
Arya Bod 
Worcestershire III 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Laid Up 

Laid Up 
Staffordshire IV 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Studying 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Warwickshire 
Studying 

SS Leicestershire 


Standby Leave 
Yorkshire III 
Dart Atlantic 
Dart America 
Dart America 
Dart Atlantic 
Dart Atlantic 


Date 


01/11/1957 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/11/1956 
25/12/1969 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Walker J 


Walker J.R 


Walker M.J 


Walker P 


Walker R.S 


Walker S.L.J 


Wallace E 


Rank 
Ext 3rd Eng Officer 


Carpenter 


Radio Officer 


2nd Elect Officer 
Electrical Officer 


Purser 


3rd Officer 


Dept2 (Engine) 


Ship 


Dart America 


Staffordshire III 
Lancashire IV 
Lancashire III 
Atlantic Bridge 
Warwickshire 
Derbyshire III 
Atlantic Bridge 


Cambridgeshire 
Berkshire 
Cheshire IV 
Standby Leave 
Hampshire 
Dorsetshire 


Derbyshire III 
Oxfordshire 


English Bridge 
Liverpool Bridge 
Mersey Bridge 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Hampshire 
Studying 
Staffordshire IV 
Lincolnshire 
Devonshire II 


Standby Leave 


Date 


18/09/1974 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


19/02/1974 
18/09/1974 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1960 


Name 


Wallace E 


Waller R 


Waller R.A 


Rank 
6th Eng Officer 


2nd Radio Officer 


Radio Officer 


2nd Radio Officer 
Dept4 (Radio) 
2nd Radio Officer 


Radio Officer 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 
Radio Officer 


Ship 


Herefordshire II 


Derbyshire II 
Derbyshire II 
Shropshire 


Herefordshire II 
Standby Leave 
Derbyshire II 
Derbyshire II 
SS Warwickshire 
Cheshire III 
Cheshire III 
Yorkshire III 
Yorkshire III 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Cheshire III 
Cheshire III 
Yorkshire III 
Standby Leave 
Derbyshire III 
Coventry City 
Standby Leave 
Derbyshire III 
Coventry City 
Berkshire 
Derbyshire III 
Standby Leave 
Cheshire IV 
Toronto City 
Lincolnshire 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


18/04/1961 


01/11/1957 
01/09/1959 
14/10/1961 


01/11/1956 
01/05/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
01/05/1962 
01/03/1963 
01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Waller R.A 


Wallis M 


Walmsley J 


Walsh J.D 


Walsh J.J 


Walsh W 


Walsh W.R 


Walters A 


Walters M.S 


Walton J 


Walton J.J 


Rank 
Radio Officer 


Deck Cadet 


3rd Eng Officer 


2nd Radio Officer 
Radio Officer 


Purser 


4th Eng Officer 


Senior Mechanic 
Bosun 


2nd Eng Officer 


Carpenter 


Engineer Cadet 


Ship 
Northamptonshire 
Cambridgeshire 
Standby Leave 
Standby Leave 
Derbyshire IV 


Studying 


Staffordshire II 
Staffordshire II 


Coventry City 
Atlantic Bridge 
Worcestershire III 
Lancashire IV 
Standby Leave 
Oxfordshire 


Atlantic Bridge 
Standby Leave 


Derbyshire II 


Dart America 
Dart America 


Dart Atlantic 
Dart America 
Dart Atlantic 
Dart Atlantic 
Standby Leave 


Canadian Bridge 


Studying 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


13/10/1977 


01/11/1956 
01/05/1957 


01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


07/10/1973 
19/02/1974 


01/11/1956 


29/04/1972 
16/02/1976 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


10/09/1976 


21/05/1981 


Name 


Walton J.J 


WaneA 


Warburton P.R.R 


Warburton W 


Ward C.A 


Ward D.N 


Ward W.D 


Ward W.M.1 


Warling J.H 


Rank 


Engineer Cadet 


5th Eng Officer 


Dept2 (Engine) 
5th Eng Officer 


3rd Officer 


Dept5 (Victualling) 
Chef 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Senior Elect Officer 
Electrical Officer 


Electrical Officer 


C.PO 


Chief Eng Officer 


Storekeeper 


Ship 


Studying 
Studying 
Studying 
Lincolnshire 
Hampshire 


Yorkshire III 
Coventry City 
Standby Leave 
Derbyshire III 


Yorkshire III 


Standby Leave 
Herefordshire II 
Herefordshire II 


Atlantic Bridge 
Toronto City 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Atlantic Bridge 


Gloucestershire 
Gloucestershire 
Yorkshire III 
Worcestershire III 


Australian Bridge 


Berkshire 


Lincolnshire 


Date 


21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/05/1966 


01/05/1957 
01/11/1957 
01/05/1958 


01/04/1971 
01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


13/10/1977 


23/02/1977 


18/09/1974 


Name 


Warling J.H 


Warre-Dymond A 


Warren D.A 


Watchorn D 


Watchorn D.M 


Waterson N 


Watson 


Watson A.P 


Watson C.T 


Rank 


Storekeeper 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
Snr 3rd Officer 


Dept1 (Deck) 


6th Eng Officer 


Chief Officer 


Chief Officer 


7th Eng Officer 


Engineer Cadet 


Deck Cadet 


Ship 


Devonshire II 
English Bridge 


SS Leicestershire 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Derbyshire II 
Studying 
Shropshire 
Herefordshire III 
Shropshire 
Studying 


Shropshire 


Dart America 


Dart America 
Standby Leave 


SS Leicestershire 
SS Leicestershire 


Studying 
Studying 
Studying 
Studying 
Hampshire 
Berkshire 
Studying 
Studying 


Lancashire IV 
Yorkshire III 
Derbyshire III 


Date 


01/03/1975 
19/09/1975 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


21/11/1967 


29/04/1972 


01/10/1972 
01/04/1973 


01/05/1957 
01/11/1957 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


21/11/1967 
22/06/1968 
01/12/1968 


Name 


Watson C.T 


Watson L.A 


Watson R.M 


Watson T.H 


Watson T.M 


Watt U.S 


Wattrett K 


Watts A 


Watts J.S 


Waugh C.W 


Waugh D 


Rank 


Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 


Jnr Eng Officer 


5th Eng Officer 


Engineer Cadet 


6th Eng Officer 


Electrical Officer 


Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Carpenter 


Purser 


Deck Cadet 


2nd Officer 


Electrical Officer 


Ship 

Standby Leave 
Derbyshire III 
Studying 
Cheshire IV 
Studying 


Lancashire IV 
Atlantic Bridge 
Lincolnshire 


Studying 
Herefordshire III 
Devonshire II 
Studying 
Studying 


Herefordshire II 


Standby Leave 


Studying 
Studying 
Standby Leave 
Shropshire 


Worcestershire III 
Staffordshire III 


Cheshire IV 


Lancashire IV 
Shropshire 


Oxfordshire 


Coventry City 
Cheshire IV 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 


18/09/1974 
01/03/1975 
19/09/1975 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


14/10/1961 


01/03/1975 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


22/06/1968 
01/12/1968 


01/04/1973 


21/11/1967 
22/06/1968 


01/03/1960 


19/02/1974 
18/09/1974 


Name 


Waugh G.W 


Wayne A 


Weall A 


Weall K 


Weatherby D.S 


Webb R 


Webb R.W 


Webster A 


Webster A.D 


Webster A.D.C 


Rank 


Snr 3rd Officer 
2nd Officer 

Ext 2nd Officer 
2nd Officer 
Dept1 (Deck) 


2nd Officer 
Dept1 (Deck) 


5th Eng Officer 


Ext 4th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept1 (Deck) 
Deck Cadet 


9th Eng Officer 


Dept2 (Engine) 
8th Eng Officer 


Carpenter 


Engineer Cadet 


5th Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


Ship 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Staffordshire II 
Staffordshire II 
Standby Leave 
SS Oxfordshire 
Studying 
Studying 


Toronto City 


Wiltshire 
Toronto City 


Standby Leave 
Warwickshire 
Toronto City 


Standby Leave 
Standby Leave 


Derbyshire II 


Standby Leave 
Derbyshire II 


Westminster Bridge 


Lancashire IV 
Lancashire III 
Worcestershire III 


Studying 
Studying 
Studying 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/10/1960 
18/04/1961 


01/12/1968 


01/07/1970 
01/04/1971 


01/08/1971 
01/10/1972 
01/04/1973 


01/10/1972 
01/04/1973 


01/05/1958 


01/11/1957 
01/11/1958 


30/06/1969 


22/06/1968 
01/12/1968 
30/06/1969 


01/05/1966 
01/10/1966 
20/05/1967 


Name 


Webster A.D.C 


Webster A.D.L 


Webster |.G 


Webster K.A 


Webster R 


Rank 


Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 


2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Engineer Cadet 


Engineer Cadet 


Jnr Eng Officer 


Jnr Eng Officer 
4th Eng Officer 
5th Eng Officer 


Ship 


Standby Leave 
Warwickshire 
Shropshire 
Studying 
Coventry City 
Wiltshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Hampshire 
Atlantic Bridge 
Studying 

Dart Atlantic 
Dorsetshire 
Lincolnshire 
Studying 
Hampshire 
Staffordshire IV 
Lincolnshire 
Hampshire 
Standby Leave 
Standby Leave 


Staffordshire III 


Studying 
Cheshire IV 
Studying 
Hampshire 
Studying 


Standby Leave 


Standby Leave 
Devonshire II 
Atlantic Bridge 


Date 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


21/11/1967 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


01/03/1975 


19/09/1975 
16/02/1976 
23/02/1977 


Name 


Webster R.A 


Webster W.A 


Webster W.A.S 


Weddle B.O 


Weekes R 


Weekes R.J 


Weinham L.P 


Weinman L.P 


Rank 


3rd Officer 
2nd Officer 


Captain 

2nd Officer 
Captain 
Chief Officer 


4th Eng Officer 


5th Eng Officer 
4th Eng Officer 
2nd Eng Officer 


2nd Eng Officer 


Dept5 (Victualling) 


Baker 


Uncert Officer 
3rd Officer 
2nd Officer 


Deck Cadet 


Uncert Officer 
3rd Officer 
Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Ship 


Oxfordshire 
Worcestershire III 
Herefordshire III 
Atlantic Bridge 
Studying 

Ocean Bridge 
Studying 

Ocean Bridge 
Standby Leave 


Standby Leave 


Derbyshire III 
Australian Bridge 
Studying 


Yorkshire III 


Standby Leave 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Gloucestershire 
Staffordshire III 
Staffordshire III 


Herefordshire II 
Herefordshire III 
Herefordshire II 
Gloucestershire 
Yorkshire III 
Standby Leave 
Staffordshire III 
Staffordshire III 
Gloucestershire 
Standby Leave 
Standby Leave 


Date 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


18/09/1974 


01/04/1973 
07/10/1973 
19/02/1974 


01/05/1966 


14/10/1961 


01/11/1957 
01/05/1958 
01/11/1958 


01/05/1966 
01/10/1966 
01/12/1968 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


Name 


Weinman L.P 


Weir R 


Rank 
2nd Officer 


2nd Officer 
Dept1 (Deck) 
2nd Officer 


Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 


Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Ship 


Shropshire 
Derbyshire III 


Cheshire II 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
Worcestershire II 
SS Leicestershire 
SS Leicestershire 
Cheshire III 
Cheshire III 
Standby Leave 
Yorkshire III 
Standby Leave 
Cheshire III 

SS Leicestershire 
Staffordshire III 
Standby Leave 
Standby Leave 
Yorkshire III 
Standby Leave 
Lancashire IV 
Standby Leave 
Derbyshire III 
Standby Leave 
Derbyshire III 
Worcestershire III 
Gloucestershire 
Gloucestershire 
Derbyshire III 
Warwickshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Herefordshire III 
Standby Leave 
Standby Leave 
Lancashire IV 
Cheshire IV 
Lancashire IV 
Dorsetshire 


Date 


01/08/1971 
01/04/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


Name 


Weir R 


Welburn B 


Welch C.G 


Welford A 


Welford A.L 


Wellings C.D 


Wellings W.J 


Wells C.J.L 


Welsh A.P 


Welsh J.V 


Rank 


Captain 


8th Eng Officer 


Surgeon 


8th Eng Officer 


Dept2 (Engine) 


2nd Elect Officer 


Dept2 (Engine) 
2nd Elect Officer 


Dept3 (Electrical) 


Surgeon 


Deck Cadet 


Electrical Officer 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Lancashire IV 
Lancashire IV 
Standby Leave 
Standby Leave 


Herefordshire III 


SS Warwickshire 
SS Warwickshire 


Worcestershire II 


Standby Leave 


Herefordshire II 


Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 


SS Leicestershire 


Derbyshire III 
Atlantic Bridge 
English Bridge 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Date 


15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


21/11/1967 


01/06/1956 
01/11/1956 


01/10/1960 


01/03/1960 


01/10/1960 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


18/04/1961 


19/09/1975 
16/02/1976 
23/02/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


Name 


West A 


West A.S 


West D.S 


Whalley T 


Whalley T.J 


Wharton G 


Wheatley A 


Wheatly A.G 


Wheeler D 


Whelan H 


Rank 


Electrical Officer 


Dept2 (Engine) 
Electrical Officer 


Electrical Officer 


Dept2 (Engine) 


6th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 


2nd Steward 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


Deck Cadet 


Chief Eng Officer 


Cook 


Ship 


Gloucestershire 


Standby Leave 
Staffordshire III 
Staffordshire III 


Staffordshire III 


Standby Leave 
Standby Leave 


Staffordshire III 
Staffordshire III 
Standby Leave 


Westminster Bridge 


Standby Leave 
Australian Bridge 
Lincolnshire 
Atlantic Bridge 
Studying 
Canadian Bridge 


Berkshire 
Lancashire IV 
Studying 


Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Australian Bridge 
Mersey Bridge 
Laid Up 


Canadian Bridge 
Wiltshire 


Date 


01/10/1966 


01/05/1966 
21/11/1967 
22/06/1968 


20/05/1967 


01/12/1968 
30/06/1969 


25/12/1969 
01/07/1970 
01/04/1971 


25/12/1969 


07/10/1973 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


19/02/1974 
18/09/1974 
01/03/1975 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


10/09/1976 
30/04/1979 


Name 


While F 


Whitaker J 


Whitby D.P 


White B.R 


White G.T 


White M 


White M.A 


White P.L 


White R 


Whitefoot-Greenland T.V 


Rank 


Purser 


2nd Eng Officer 
Chief Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


7th Eng Officer 
6th Eng Officer 


2nd Elect Officer 


Bosun 


Dept2 (Engine) 


Dept2 (Engine) 
5th Eng Officer 


7th Eng Officer 


Purser 
Dept5 (Victualling) 


Ship 


Standby Leave 
Australian Bridge 
Lincolnshire 
Australian Bridge 
Yorkshire IV 


Hampshire 
Derbyshire III 
Cheshire IV 
Wiltshire 
Hampshire 
Standby Leave 


Standby Leave 
Yorkshire III 
Derbyshire II 
Derbyshire II 


Herefordshire II 
Herefordshire II 


Hampshire 


Toronto City 
Wiltshire 


Standby Leave 


Standby Leave 
Warwickshire 


Devonshire | 
Devonshire | 


Shropshire 
Standby Leave 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


14/10/1961 
01/05/1962 


19/02/1974 


01/12/1968 
30/06/1969 


01/11/1957 


30/06/1969 
25/12/1969 


01/06/1956 
01/11/1956 


22/06/1968 
01/12/1968 


Name 


Whitefoot-Greenland T.V 


Whitehouse C 


Whiteside P 


Whitfield R 


Rank 


Purser 
Dept5 (Victualling) 


Purser 


Chief Eng Officer 


Electrical Officer 


4th Eng Officer 


C.P.0 


Ship 


Worcestershire III 
Standby Leave 
Standby Leave 
Shropshire 
Warwickshire 
Berkshire 
Oxfordshire 
Lancashire IV 
Worcestershire III 
Lancashire IV 
Ocean Bridge 
Berkshire 
Cheshire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Cheshire IV 
Hampshire 
Standby Leave 
Standby Leave 
Herefordshire III 


Wiltshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Berkshire 
Standby Leave 
Standby Leave 


Wiltshire 


Wiltshire 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


15/03/1978 
30/04/1979 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/09/1975 


26/03/1980 


Name 


Whiting |.M 


Whitlock J.S 


Whittaker M 


Whittaker M.A 


Whitten S.J 


Whittle A.J 


Rank 
Deck Cadet 


Electrical Officer 


Engineer Cadet 


Jnr Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


Ship 


Ocean Bridge 
Standby Leave 
Hampshire 
Cheshire IV 
Studying 
Standby Leave 
Studying 
Studying 


Westminster Bridge 
Standby Leave 


Studying 
Studying 
Studying 
Berkshire 
Dorsetshire 
Studying 
Studying 


Devonshire II 
Hampshire 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Warwickshire 
Studying 
Dorsetshire 
Standby Leave 
Cambridgeshire 
Staffordshire IV 
Standby Leave 
Dorsetshire 


Studying 
Studying 
Studying 


Date 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/10/1972 
01/04/1973 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


27/09/1982 
22/04/1983 
13/04/1984 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/08/1971 
01/10/1972 
01/04/1973 


Name 


Whittle A.J 


Whitton R 


Whitton R.E 


Wicks C 


Wienmann L.P 


Wignall |.F 


Rank 


Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


Radio Officer 


Radio Officer 


Dept1 (Deck) 
Chief Officer 
Ext Chief Officer 
Dept1 (Deck) 
Captain 


2nd Officer 


Electrical Officer 


Ship 


Cheshire IV 
Worcestershire III 
Studying 
Studying 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Lancashire IV 
Wiltshire 
Cheshire IV 
Lancashire IV 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 
Studying 

Silver Bridge 


Standby Leave 
Wiltshire 
Lincolnshire 
Standby Leave 
Wiltshire 
Wiltshire 
Standby Leave 
Standby Leave 
Devonshire II 
Lincolnshire 


Cheshire IV 


Cheshire IV 
Herefordshire III 
Wiltshire 
Lancashire IV 
Herefordshire III 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


19/09/1975 


18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


01/10/1972 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Wignall |.F 


Wilburn R.M 


Wilcock M 


Wilcox H.W 


Wild R.H 


Wilde C 


Rank 


Electrical Officer 


3rd Eng Officer 


Jnr Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Electrical Officer 


Bosun 


Jnr Eng Officer 


5th Eng Officer 


2nd Eng Officer 
5th Eng Officer 
4th Eng Officer 


Chef 


Ship 


Standby Leave 
Standby Leave 
Safe Esperia 
Safe Esperia 


English Bridge 
Standby Leave 
Dart Atlantic 
Standby Leave 
Studying 
Standby Leave 
Dart Atlantic 
Dorsetshire 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Staffordshire IV 
Lincolnshire 


Standby Leave 


Coventry City 


Derbyshire III 
Arya Bod 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Mersey Bridge 
Standby Leave 
Berkshire 


SS Warwickshire 


Date 


06/04/1982 
22/04/1983 
21/10/1983 
13/04/1984 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


13/10/1977 


01/04/1971 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/11/1958 


Name 


Wilding C.M 


Wilding J 


Wilding K.E 


Wilford D.W 


Wiliamson A.N 


Wilis W.H 


Wilkins A.D 


Wilkins D.A 


Rank 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 
7th Eng Officer 
6th Eng Officer 


Jnr Eng Officer 


Ext 4th Eng Officer 


Purser 


Captain 


Baker 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


Engineer Cadet 


Ship 


Studying 
Studying 
Herefordshire III 
Standby Leave 
Studying 
Studying 
Studying 
Yorkshire IV 


Standby Leave 
SS Leicestershire 
SS Leicestershire 


Standby Leave 
Standby Leave 
Standby Leave 
Dart Atlantic 


Standby Leave 
Hampshire 


Herefordshire II 


Cheshire II 


Studying 

Pacific Bridge 
Ocean Bridge 
Studying 
Studying 
Worcestershire III 
Ocean Bridge 
Lancashire IV 
Lancashire IV 
Standby Leave 


Studying 


Date 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/11/1957 
01/05/1958 
01/11/1958 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 


23/02/1977 
13/10/1977 


01/03/1964 


01/11/1956 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 


01/04/1971 


Name 


Wilkinson A 


Wilkinson A.D 


Wilkinson A.J 


Wilkinson D.P 


Wilkinson D.R 


Wilkinson J.F 


Wilkinson J.K 


Rank 
6th Eng Officer 


2nd Eng Officer 


5th Eng Officer 


2nd Officer 


5th Eng Officer 


Assistant Purser 


Deputy Purser 


Purser 
Dept (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 
Dept (Victualling) 
Purser 


Ext 2nd Officer 
2nd Officer 


Ship 


SS Leicestershire 


Studying 


SS Leicestershire 


Herefordshire II 


SS Oxfordshire 


Cheshire II 
Cheshire II 

SS Oxfordshire 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Pacific Bridge 
Standby Leave 
Worcestershire 
Standby Leave 
Derbyshire III 
Ocean Bridge 
Standby Leave 
Shropshire 
Lincolnshire 


Shropshire 
Staffordshire III 
Derbyshire III 
Worcestershire III 
Berkshire 


Date 


01/06/1956 


13/10/1977 


01/11/1956 


14/10/1961 


01/05/1957 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/05/1962 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 


Name 


Wilkinson J.K 


Wilkinson J.M 


Wilkinson K.K 


Willard C.J 


Willetts J 


Williams A.D 


Williams B.R.B 


Williams D.A 


Williams D.F 


Rank 
Dept1 (Deck) 


Chief Officer 


Deck Cadet 


Captain 


Deck Cadet 


Uncert Officer 
Snr 3rd Officer 


Dept1 (Deck) 


3rd Officer 


Chef 


Jnr Eng Officer 


5th Eng Officer 


Trainee Elect Officer 
Electrical Officer 


2nd Radio Officer 


Ship 


Studying 
Standby Leave 
Worcestershire III 


Standby Leave 
Lancashire IV 
Warwickshire 
Dorsetshire 
Lancashire IV 


Studying 


SS Warwickshire 
SS Warwickshire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Shropshire 
Lancashire IV 
Lancashire IV 
Studying 
Studying 
Derbyshire III 


Derbyshire II 


Standby Leave 


Coventry City 


Dart America 
Warwickshire 
Berkshire 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Date 


01/10/1972 
07/10/1973 
19/02/1974 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 


01/04/1973 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


01/06/1956 


16/02/1976 


01/04/1973 


15/03/1978 
27/09/1978 
30/04/1979 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


Name 


Williams D.F 


Williams D.J 


Williams E.J 


Williams G 


Williams G.E 


Williams G.J 


Williams G.T 


Williams H 


Rank 


2nd Radio Officer 
Captain 


2nd Elect Officer 


Electrical Officer 


Electrical Officer 


Butcher 


2nd Elect Officer 
Dept3 (Electrical) 


Butcher 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


Engineer Cadet 


Dept3 (Electrical) 


Ship 

SS Leicestershire 
Coventry City 
Standby Leave 
Toronto City 
Coventry City 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Oxfordshire 
Derbyshire II 


Atlantic Bridge 
Pacific Bridge 
Herefordshire III 


Worcestershire II 
Worcestershire II 
SS Warwickshire 
Standby Leave 
Standby Leave 


Worcestershire II 
Worcestershire II 
Worcestershire II 


Studying 

Pacific Bridge 
Ocean Bridge 
Studying 
Studying 
Worcestershire III 
Worcestershire III 
Dart Atlantic 


Studying 


Standby Leave 


Date 


01/05/1958 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/04/1973 
07/10/1973 
19/02/1974 


01/11/1958 
01/09/1959 
14/10/1964 
10/05/1965 
15/11/1965 


01/05/1957 
01/11/1957 
01/05/1958 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
10/09/1976 


01/04/1971 


01/11/1956 


Name 


Williams H 


Williams J 


Williams J.B 


Williams J.H 


Rank 


Dept3 (Electrical) 
Electrical Officer 


Carpenter 


2nd Officer 
4th Eng Officer 


2nd Officer 
Chief Officer 


Plumber 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Dept1 (Deck) 
2nd Officer 


Ship 


Standby Leave 
Derbyshire II 
Derbyshire II 
Devonshire | 
Devonshire | 
Warwickshire 


Cheshire IV 
Dart America 
Dart Atlantic 
Standby Leave 


Atlantic Bridge 
Ocean Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Ocean Bridge 
Ocean Bridge 
Stirling Bridge 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Yorkshire III 
Yorkshire III 
Cheshire III 
Cheshire III 
Derbyshire III 
Pacific Bridge 
Toronto City 
Standby Leave 
Warwickshire 
Worcestershire III 
Studying 
Wiltshire 


Date 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
30/06/1969 


01/04/1971 
19/02/1974 
18/09/1974 
01/03/1975 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
18/04/1961 
14/10/1961 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 


Name 


Williams J.H 


Williams J.W 


Williams K 


Williams K.J 


Williams K.T 


Williams N.H 


Williams O.P 


Rank 
2nd Officer 


Ext 2nd Officer 
2nd Officer 
Captain 


Chief Officer 


Plumber 


7th Eng Officer 
4th Eng Officer 
Chief Eng Officer 


Chief Eng Officer 


Chief Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Butcher 


Dept5 (Victualling) 


Ship 


Lincolnshire 
Standby Leave 
Ocean Bridge 
Standby Leave 
Studying 
Studying 
Lancashire IV 
Worcestershire III 


Devonshire | 


SS Warwickshire 
SS Warwickshire 
Dart Atlantic 


Dart America 
Dart America 
Dart America 
Standby Leave 
Dart America 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Dart America 


Standby Leave 


Studying 
Studying 
Standby Leave 
Standby Leave 
Lincolnshire 
Devonshire II 


Worcestershire II 
Worcestershire II 
Standby Leave 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/10/1960 


01/10/1960 
18/04/1961 
29/04/1972 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 


23/02/1977 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 


01/10/1960 
18/04/1961 
14/10/1961 


Name 


Williams P.G 


Williams P.J 


Williams P.P 


Williams R 


Rank 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
2nd Officer 
3rd Officer 


Chief Officer 


2nd Officer 


Captain 
Chief Officer 


Ext Chief Officer 
Chief Officer 


Deck Cadet 


Dept2 (Engine) 


2nd Steward 

Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


Ship 


Herefordshire II 
Lancashire IV 
Lancashire IV 
Warwickshire 
Derbyshire III 
Oxfordshire 
Studying 
Studying 
Pacific Bridge 
Lincolnshire 
Studying 
Studying 
Standby Leave 
Atlantic Bridge 
Cheshire IV 
English Bridge 
Berkshire 
Standby Leave 
Standby Leave 
Studying 
Berkshire 
Lancashire IV 
Lincolnshire 
Lincolnshire 
Staffordshire IV 


Derbyshire III 


Standby Leave 


Wiltshire 
Toronto City 
Berkshire 
Toronto City 
Atlantic Bridge 
Lancashire IV 
Lincolnshire 
Standby Leave 
Standby Leave 


Date 


01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/07/1970 


01/08/1971 


01/12/1968 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


Name 


Williams R 


Williams R.E 


Williams T.D 


Williams W.G.S 


Williamson A 


Williamson A.N 


Rank 


2nd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


3rd Radio Officer 


2nd Radio Officer 


Dept2 (Engine) 
7th Eng Officer 


Ext 2nd Officer 


Carpenter 


Captain 
Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Ship 


Studying 
Standby Leave 
Warwickshire 


SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Warwickshire 


Standby Leave 
SS Leicestershire 


Worcestershire III 


Worcestershire II 


Cheshire II 
Standby Leave 
Standby Leave 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Standby Leave 
Cheshire III 
Cheshire III 
Cheshire III 
Cheshire III 
Standby Leave 
Herefordshire II 
Herefordshire III 
Herefordshire II 
Herefordshire III 
Herefordshire II 
Herefordshire II 
Standby Leave 
Herefordshire III 
Herefordshire III 
Herefordshire II 


Date 


23/02/1977 
13/10/1977 
15/03/1978 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


18/04/1961 
01/03/1964 


01/10/1972 


01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


Name 


Williamson A.R 


Williamson E.F 


Williamson J 


Williamson J.M 


Williamson W.M 


Williis W.H 


Willis A 


Willis F 


Willis F.J 


Rank 


Carpenter 


Jnr Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Radio Officer 


5th Eng Officer 


Dept5 (Victualling) 


Ext 2nd Steward 


Baker 


Baker 


Dept5 (Victualling) 
2nd Steward 
Dept5 (Victualling) 


Ship 


Worcestershire II 
Devonshire | 


Dorsetshire 
Standby Leave 
Derbyshire IV 


Standby Leave 
Devonshire | 


Shropshire 
Atlantic Bridge 
Worcestershire 
Pacific Bridge 


Lancashire IV 
Lancashire III 


Standby Leave 


Devonshire | 
Devonshire | 


SS Oxfordshire 
SS Oxfordshire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Leicestershire 
Standby Leave 
SS Warwickshire 
Standby Leave 


Date 


01/11/1958 
01/09/1959 


26/09/1979 
26/03/1980 
18/09/1980 


01/11/1958 
01/09/1959 


01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 


22/06/1968 
01/12/1968 


01/05/1957 


01/06/1956 
01/11/1956 


01/11/1958 
01/09/1959 


01/05/1957 
01/11/1957 
01/05/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


Name 


Willis F.J 


Willis H.W 


Willis W.H 


Willoughby B 


Rank 


2nd Steward 
Dept2 (Engine) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept (Victualling) 


Baker 


Jnr Eng Officer 


4th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


Ship 


Gloucestershire 
Standby Leave 
Toronto City 
Toronto City 
Toronto City 
Toronto City 
Toronto City 
Toronto City 
Standby Leave 
Standby Leave 
Dart Atlantic 
Dart America 
Standby Leave 
Dart America 
Dart America 
Dart Atlantic 
Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Wiltshire 
Standby Leave 
Standby Leave 


Standby Leave 


Cheshire II 


Standby Leave 
Derbyshire III 
Standby Leave 
Lincolnshire 
Atlantic Bridge 
Dart America 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Stirling Bridge 
Dorsetshire 


Date 


15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 


01/10/1966 


01/06/1956 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


Name 


Willoughby B 


Willoughby K.S 


Willoughby R.S 


Rank 


2nd Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Ship 


Dart Atlantic 
Cheshire IV 
Staffordshire IV 
Lancashire IV 
Devonshire II 
Wiltshire 


Standby Leave 


Devonshire | 
Derbyshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Studying 
Herefordshire II 
Studying 
Standby Leave 
Staffordshire III 
Studying 
Studying 
Standby Leave 
Standby Leave 
Derbyshire III 
Shropshire 
Yorkshire III 
Warwickshire 
Shropshire 
Standby Leave 
Berkshire 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 
Coventry City 
Arya Bod 
Standby Leave 
Dart Atlantic 
Standby Leave 
Atlantic Bridge 
Mersey Bridge 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/11/1957 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Willoughby R.S 


Wilmot M.K 


Wilson A.C 


Wilson D.J 


Wilson D.K 


Wilson D.K.B 


Rank 
Chief Eng Officer 


Radio Officer 


Dept4 (Radio) 


Dept2 (Engine) 
11th Eng Officer 
7th Eng Officer 


6th Eng Officer 


Uncert 3rd Officer 


Dept2 (Engine) 


Dept2 (Engine) 


3rd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 


Ship 


Standby Leave 
Standby Leave 
Stirling Bridge 
Lancashire IV 
Standby Leave 
Standby Leave 
Cheshire IV 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Safe Esperia 


Dart Atlantic 
Dart Atlantic 
Standby Leave 


Standby Leave 
SS Oxfordshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Oxfordshire 


Studying 


Studying 
Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Cheshire III 
Yorkshire III 
Yorkshire III 
Standby Leave 
Standby Leave 
Herefordshire II 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 
01/04/1973 
07/10/1973 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/03/1975 


01/09/1959 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


Name 


Wilson D.K.B 


Wilson G 


Wilson H 


Wilson L 


Wilson M.W 


Wilson P.K 


Winder L.G.C 


Windle D.G 


Wing T.Y 


Rank 
2nd Eng Officer 


Storekeeper 


Cook 


Electrical Officer 


12th Eng Officer 
10th Eng Officer 


7th Eng Officer 
5th Eng Officer 


Jnr Eng Officer 


Deck Cadet 


Engineer Cadet 


C.P.0 


Ship 
Yorkshire III 


Dart Atlantic 
Dart America 


Hampshire 
Lincolnshire 


Derbyshire III 
Wiltshire 
Ocean Bridge 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Warwickshire 
Oxfordshire 


Canadian Bridge 


Worcestershire II 
Lancashire IV 
Herefordshire III 
Studying 
Cheshire IV 
Standby Leave 
Berkshire 


Studying 
Studying 
Studying 
Berkshire 
Studying 
Dorsetshire 
Studying 


Berkshire 


Date 


01/03/1964 


18/09/1974 
19/09/1975 


01/03/1975 
23/02/1977 


30/06/1969 
25/12/1969 
01/07/1970 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


13/10/1977 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


15/03/1978 


Name 


Wing T.Y 


Winter M.J 


Wolfenden P 


Wong C.O 


Wong C.Y 


Wong K.F 


Wong K.Y 


Wong L.P 


Wong M 


Wong P 


Wong T.T 


Rank 
C.P.O 


Captain 


Carpenter 


Baker 


Cook 


Cook 


Pumpman 


G.P.O 


Cook 


C.P.O 


Leading Steward 


Ship 


Berkshire 


Dart America 
Montreal City 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Wiltshire 
Devonshire II 


Herefordshire II 
SS Oxfordshire 
SS Oxfordshire 


Cheshire IV 


Cheshire IV 
Cheshire IV 


Cheshire IV 


Yorkshire IV 
Yorkshire IV 


Berkshire 


Cheshire IV 


Cheshire IV 
Cheshire IV 


Berkshire 


Date 


27/09/1978 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 
01/05/1957 
01/11/1957 


22/04/1983 


06/04/1982 
27/09/1982 


01/04/1971 


21/10/1983 
13/04/1984 


27/09/1982 


26/09/1979 


22/04/1983 
21/10/1983 


21/10/1983 


Name 


Wong T.Y 


Wong Y 


Wood B.A 


Wood D.J 


Wood F 


Wood | 


Wood J 


Rank 


Cook 


Cook 


Deck Cadet 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Dept1 (Deck) 
2nd Officer 


Captain 


5th Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Jnr Eng Officer 


4th Eng Officer 


Cook 


Ship 


Yorkshire IV 
Yorkshire IV 


Berkshire 


Worcestershire III 
Staffordshire III 
Worcestershire III 
Standby Leave 
Studying 
Studying 
Studying 


Standby Leave 
Standby Leave 
Worcestershire II 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Studying 


Derbyshire II 
Derbyshire II 
Shropshire 
Shropshire 
Studying 
Shropshire 
Shropshire 
Shropshire 


Standby Leave 
Standby Leave 
Dart Atlantic 

Standby Leave 


Dart America 
Canadian Bridge 


Date 


21/10/1983 
13/04/1984 


18/09/1974 


22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 


23/02/1977 
23/02/1977 


Name 


Wood M 


Wood M.C 


Wood M.G 


Wood N.J 


Wood R.A 


Wood S.R 


Woodage A.| 


Woodcock H.D 


Rank 


Jnr 3rd Officer 
Snr 3rd Officer 
2nd Officer 
Dept1 (Deck) 


2nd Officer 


Deck Cadet 


Uncert Officer 


Uncert 3rd Officer 


Deck Cadet 


Deck Cadet 


2nd Eng Officer 


Chief Eng Officer 


Electrical Officer 


Deck Cadet 


Ship 


SS Leicestershire 
Cheshire III 
Cheshire III 
Studying 
Studying 
Shropshire 

SS Leicestershire 
SS Leicestershire 


Shropshire 

SS Warwickshire 
SS Warwickshire 
Herefordshire II 
Derbyshire II 


Australian Bridge 


Cheshire IV 


Shropshire 
Standby Leave 
Standby Leave 
Dorsetshire 
Hampshire 
Berkshire 
Studying 
Herefordshire III 


SS Leicestershire 
Derbyshire II 
Worcestershire III 


Standby Leave 


Herefordshire III 
Cheshire IV 
Studying 


Date 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/03/1975 


29/04/1972 


25/12/1969 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/06/1956 
01/11/1956 
01/12/1968 


01/04/1973 


21/10/1981 
06/04/1982 
27/09/1982 


Name 


Woodcock H.D 


Woodcock R.J 


Woodend J 


Woodend M 


Woodend M.J 


Woodfield J.R 


Rank 
Deck Cadet 


Dept2 (Engine) 


Dept2 (Engine) 


3rd Eng Officer 


9th Eng Officer 
5th Eng Officer 


4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Chief Officer 


Captain 


Dept1 (Deck) 
Captain 


Ship 


Studying 
Hampshire 
Lincolnshire 


Studying 
Studying 


Studying 


Coventry City 


Herefordshire II 
Herefordshire II 
Yorkshire III 
Yorkshire III 
Studying 
Shropshire 
Coventry City 


Worcestershire III 
Worcestershire III 
Lancashire IV 
Lancashire III 
Lancashire IV 
Lancashire IV 
Worcestershire III 
Toronto City 
Standby Leave 
Coventry City 
Derbyshire III 
Standby Leave 
Worcestershire II 
Standby Leave 
Standby Leave 
Dart America 
Dart America 
Standby Leave 
Atlantic Bridge 
Canadian Bridge 
Standby Leave 


Date 


22/04/1983 
21/10/1983 
13/04/1984 


01/08/1971 
01/10/1972 


01/03/1963 


22/06/1968 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/10/1966 
20/05/1967 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Woodfield J.R 


Woodfine J 


Woodfine J.A 


Woodfing J 


Woodham R.M 


Woodham R.M.S 


Woodward J.W 


Rank 


Captain 


Ext Captain 


Electrical Officer 


Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 


Electrical Officer 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 


Snr 3rd Officer 
Dept1 (Deck) 


2nd Officer 


Jnr Eng Officer 


Ship 


Standby Leave 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Berkshire 
Berkshire 
Standby Leave 
Yorkshire IV 


Westminster Bridge 


Shropshire 
Standby Leave 
Atlantic Bridge 


Worcestershire III 


Derbyshire II 


Shropshire 
Shropshire 
Derbyshire II 
Studying 
Standby Leave 
Herefordshire II 
Studying 
Standby Leave 
Staffordshire III 
Herefordshire III 
Herefordshire III 
Herefordshire III 
Herefordshire II 
Yorkshire III 


Wiltshire 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/06/1969 


20/05/1967 
21/11/1967 
01/12/1968 


22/06/1968 


14/10/1961 


01/10/1960 
18/04/1961 
01/05/1962 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


26/03/1980 


Name 


Woodward J.W 


Woodward S.R 


Woolard K 


Woolard K.R 


Woolley J.H 


Woolley J.M 


Woolley J.N 


Wopat R 


Worthington T.C 


Wright A 


Wright A.E 


Wright A.M 


Rank 


Jnr Eng Officer 


3rd Officer 


6th Eng Officer 
5th Eng Officer 


5th Eng Officer 


3rd Officer 


2nd Officer 


2nd Officer 


Ext 2nd Officer 


Deck Cadet 


Chief Eng Officer 


Butcher 


Dept5 (Victualling) 


Engineer Cadet 


Ship 
Wiltshire 


Wiltshire 


Derbyshire II 
Derbyshire II 


Derbyshire II 
Derbyshire II 


English Bridge 


Standby Leave 


Standby Leave 
English Bridge 
Dart America 


Cheshire IV 
Coventry City 


Yorkshire III 
Standby Leave 
Shropshire 
Berkshire 
Coventry City 
Atlantic Bridge 
Pacific Bridge 


SS Warwickshire 


Standby Leave 


Studying 
Studying 
Studying 
Studying 


Date 


18/09/1980 


19/09/1975 


01/06/1956 
01/05/1957 


01/11/1956 
01/11/1957 


18/09/1974 


19/09/1975 


01/03/1975 
16/02/1976 
23/02/1977 


01/10/1972 
01/04/1973 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/03/1960 


01/11/1958 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Wright A.M 


Wright C.H 


Wright | 


Wright L.M 


Wright P.B 


Wright P.W.J 


Wright R.A 


Rank 


Engineer Cadet 


Dept1 (Deck) 


Jnr Eng Officer 


Chief Officer 


3rd Officer 
2nd Officer 


Deck Cadet 


3rd Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Ship 


Devonshire II 
Cheshire IV 
Studying 
Studying 


Standby Leave 


Pacific Bridge 


Derbyshire III 
Liverpool Bridge 
Standby Leave 
Lincolnshire 


Herefordshire III 
Herefordshire III 
Standby Leave 


Studying 
Canadian Bridge 
Cambridgeshire 
Warwickshire 
Studying 
Studying 
Studying 
Devonshire II 
Berkshire 
Lancashire IV 
Cambridgeshire 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Cheshire IV 
Berkshire 


Date 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/04/1961 


01/10/1972 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


26/03/1980 
18/09/1980 
21/05/1981 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Wright R.A 


Wrigley S.E.H 


Wyatt R.H.W 


Wylde C 


Yan W.C 


Yasin 


Rank 
2nd Eng Officer 


Ext 2nd Eng Officer 


Ext 2nd Officer 
2nd Officer 


Captain 


Chief Officer 


Jnr Eng Officer 


4th Eng Officer 


Cook 


Serang (Deck) 


Ship 


Herefordshire III 
Lancashire IV 
Standby Leave 
Standby Leave 
Berkshire 
Berkshire 
Cheshire IV 
Devonshire II 


Westminster Bridge 
Standby Leave 
Cheshire IV 
Toronto City 
Studying 


Derbyshire III 
Coventry City 
Herefordshire III 
Oxfordshire 
Derbyshire III 
Lancashire IV 
Standby Leave 
Standby Leave 
Dart Atlantic 
Dart America 


Lincolnshire 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Cheshire IV 
Yorkshire IV 
Yorkshire IV 


Shropshire 


Date 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


16/02/1976 
10/09/1976 
23/02/1977 


25/12/1969 


Name 


Yates D.C 


Yates |.L 


Yates W.E 


Yau C 


Yau W.T 


Yeatman C.J 


Yeung K.H 


Yeung W.C 


Yeung W.M 


Yin C.C 


Yip K.C 


Rank 


2nd Eng Officer 


Chief Eng Officer 


Jnr Eng Officer 


2nd Elect Officer 


Carpenter 


C.P.O 


Deck Cadet 


G.PO 


Carpenter 


Leading Steward 


Carpenter 


Cook 


Ship 


Standby Leave 
English Bridge 
Lancashire IV 
Oxfordshire 
Northamptonshire 
Standby Leave 
Northamptonshire 
Standby Leave 
Berkshire 
Berkshire 


Standby Leave 


Derbyshire II 


Oxfordshire 
Oxfordshire 
Cheshire IV 
Cheshire IV 


Oxfordshire 


Ocean Bridge 
Herefordshire III 
Standby Leave 
Lancashire IV 


Berkshire 


Oxfordshire 


Cheshire IV 


Berkshire 


Berkshire 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


26/09/1979 


01/10/1960 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/03/1975 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


13/10/1977 


13/10/1977 


13/10/1977 


19/09/1975 


15/03/1978 


Name 


Youdale L 


Young A.E 


Young G 


Young |.D 


Rank 


Electrical Officer 


Chief Officer 


Captain 


Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Captain 


Surgeon 


Dept3 (Electrical) 


Electrical Officer 


Dept3 (Electrical) 


Ship 


Pacific Bridge 


Devonshire | 
Devonshire | 


SS Warwickshire 
SS Warwickshire 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Shropshire 
Shropshire 
Herefordshire II 
Cheshire III 
Standby Leave 
Yorkshire III 
Standby Leave 
Standby Leave 
Shropshire 
Cheshire III 
Cheshire III 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Staffordshire III 


Staffordshire II 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 


Date 


01/10/1972 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/11/1956 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


Name 


Young |.D 


Young K.N 


Young M.| 


Young R.M 


Youngs A.J 


Rank 


Dept3 (Electrical) 
Electrical Officer 
Dept3 (Electrical) 


Electrical Officer 
Dept3 (Electrical) 


Electrical Officer 
Dept3 (Electrical) 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Ext 2nd Officer 
1st Officer 
Chief Officer 


Ext Chief Officer 


Chief Officer 


4th Eng Officer 


2nd Officer 


Engineer Cadet 


Ship 


Standby Leave 
Herefordshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Coventry City 

Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Oxfordshire 
Cheshire IV 
Cheshire IV 
Cheshire IV 
Northamptonshire 
Cambridgeshire 
Derbyshire IV 
Standby Leave 
Lancashire IV 
Standby Leave 


Shropshire 


Derbyshire III 
Standby Leave 
Canadian Bridge 


Studying 
Studying 
Devonshire II 


Date 


01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/04/1973 
07/10/1973 
19/02/1974 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


18/04/1961 


18/09/1974 
19/09/1975 
16/02/1976 


23/02/1977 
13/10/1977 
27/09/1978 


Name 


Youngs A.J 


Yu Y.P 


Yuen K.C 


Yuen L.L 


Yuen L.Y 


Yuk W.W 


Yule J.M 


Yung T 


Yung Y 


Rank 


Engineer Cadet 


Jnr Eng Officer 


Leading Steward 


C.P.O 


Cook 


Cook 


C.P.O 


6th Eng Officer 


Cook 


Cook 


Ship 

Standby Leave 
Studying 
Studying 
Studying 
Lincolnshire 


Cheshire IV 


Oxfordshire 


Berkshire 


Berkshire 


Yorkshire IV 
Yorkshire IV 
Yorkshire IV 


SS Leicestershire 


Berkshire 


Oxfordshire 
Northamptonshire 
Northamptonshire 


Date 


30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


18/09/1974 


13/10/1977 


21/10/1981 


21/05/1981 


16/02/1976 
30/04/1979 
26/09/1979 


01/03/1963 


01/04/1971 


23/02/1977 
27/09/1978 
30/04/1979 


